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REF: A. COCOM DOC (73) 1277 

B. STATE 132879 

C. OECD PARIS 19424 

1. URGENCY PROCEDURE. ONE SET MODEL 57A ERROR RATE MEASURING 
EQUIPMENT, VALUE $25,000, FOR QING HU UNIVERSITY "TO BE USED 

AS EDUCATION MATERIALS." 

2. SYSTEM INCLUDES THE FOLLOWING: 

(A) PULSE PATTERN GENERATOR MG526A, WITH MG514G OSCILLATOR, 
MG520E PATTER GENERATOR, MH516E BIPOLAR OUTPUT, AND MH 518C 
UNIPOLAR OUTPUT. 

(B) ERROR COUNTER MS512A. 

(C) ERROR DETECTOR MS59A, WITH MH515G OSCILLATOR, 

MH517E BIPOLAR INPUT, AND MH519C UNIPOLAR INPUT. 

(D) PULSE PATTERN GENERATOR MH526A, WITH MH520E 
PATTERN GENERATOR. 

3. THIS EQUIPMENT IS IDENTICAL, EXCEPT FOR THE PLUG-IN 
UNIT, TO THE MEASURING EQUIPMENT DEALT WITH IN DOC (73) 523. 

CONFIDENTIAL 
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4. BROCHURE NO 5 WITH 6/18 FUKUDA LETTER POUCHED EWT 
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RELATES TO REFCASE. 

5. INSTRUCTIONS REQUESTED IN TIME FOR JULY 23. 

BROWN 

CONFIDENTIAL 
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